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I, About 14 kilometers from Pitesti, on the Pitesti-Curtea de Argea railroad 
line several fuel storage tanks are located,, These tanks are located about 
200 meters from the Merisani railroad station, near a sidetrack about 20 
meters from, the main line* The vertical pipes over the tanks are used to 
unload the fuel from the tank cars., Military convoys frequently refuel 
here 0 


2» A new 10,000 volt electric line is being built from Koroeni to Sinaia and 
Valea Larga and is to be connected to the Sibiu-Bucbarest line* 
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